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Briefly summarize the investigation describing your efforts to prove or disprove the allegation(s). Indicate whether witnesses or evidence support or do not 

support the allegation(s). 

In sustained cases ONLY, copies of the accused member's Summan/ of Previous Disciplinary Actions and Record of Previous Complimentary History will 
be included as attachments. 

R/Sgt. received this complaint from LT. McGuire # 376 for investigation on 28 AUG 2014 this was documented with 
Notification Re: Automated Complaint (Attachment #3). 

R/Sgt received this complaint log to investigate and on today's date 28 Sep 2014 h as not heard from the complainant. On 
02 SEP 2014 at 0915 hours R/Sgt. called the telephone number of the complainant^^|i^^^|and the telephone went 
directly to voicemail and R/Sgt. left a message for the complainant to contact the R/Sgt. on 02 SEP the complainant called 
the R/Sgt. at 0925 hours and an appointment was arranged for 04 SEP 2014 at the Third District Station during the hours of 
0900 to 1200 Hours, This date came and time had expired with the complainant failing to appear and failing to call R/Sgt. to 
notify him of her inability to apDea^/Sg^ajtecU^Tea^rarTnh^omplainant and on 10 SEP 2014 sent a certified letter to 
the address of the complainant^^^^^^^^^^^^^^^^^^^^^^^On 13 Sep 2013 R/Sgt. received the receipt for the 
certified letter acknowledging that the letter was being forwarded to the complainant's address. On 16 SEP 2014 R/Sgt. 
received the signed postcard from the complainant acknowledging the she received the certified letter. R/Sgt. because there 
is no contact from the complainant and does not have a signed affidavit reasonably believes that the complainant does not 
want to pursue this complaint and R/Sgt. is ending this investigation and recommending that this complaint be filed. 

At this point R/Sgt. has to finish this investigation by identifying the officers involved through the A&A sheets. Data 
Warehouse, and PCAD system shows that Beat#333 and Beat#334 were assigned and acknowledged the assignment to 
this location, and motor maintance inventory system. Vehicle # 8572 is an invalid vehicle number it does not exist in CPD 
inventory system. BEAT # 333 was occupied by P.O. Angela Pierce # 14514 according to the watch daily assignment 
sheets and according to the A&A sheets she was present for the date in question. P.O. Pierce has since resigned from 
CPD. P.O. Maurice M. Anderson #11348 was assigned Beat # 334 according to the watch daily assignment sheets and 
according to the A&A sheets was present for the date in question also according to the data warehouse system he is a male 
Black officer. R/Sgt. could not find any case reports for this incident only a code of IP was generated. 

ALLEGATION: Failed to provide police service 

FINDINGS: NO AFFIDAVIT / NO CONVERSION 

RECOMENDATION: TO BE FILED / NONE 
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Summarize Ihe findings and recommendations. Rule violations will be cited by number only. One overall recommendation for Disciplinary Aclion will be 

made by the investigator. The recommendation will be for ALL sustained findings; recommendations will NOT be made for each sustained allegation. 
Example: 1. Violation noted, no disciplinary action warranted. 2. That the accused member be reprimanded. 3. That the accused member be suspended 
for — days (not to exceed 5 days). 


Accused: P.O. PIRECE, ANGELA #14514 
Allegation: FAILURE TO PROVIDE POLICE SERVICE 
Findings: NO CONVERSION / NO AFFIDAVIT 
Recommendations: NONE / TO BE FILED 

ACCUSED: P.O. ANDERSON, MAURICE M. #11348 
ALLEGATION: FAILURE TO PROVIDE POLICE SREVICE 
FINDINGS: NO CONVERSION / NO AFFIDAVIT 
RECOMMENDATIONS; NONE / TO BE FILED 


DATE INITIATED (Date complaint was received for investigation) 

28 AUG 2014 


DATE COMPLETED (Date of this report) 

28 SEP 2014 



ELAPSED TIME (Total time expressed in days) 

31 


Investigator will initiate the Command Channel Review form by 
completing the Investigator's Section. 
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